BILL NO. S- 7.0-12- C S' 


SPECIAL ORDINANCE NO. S- / f- 7 & - 




AN ORDINANCE approving an Agreement with McNAMEE , 
PORTER AND SEELEY, for engineering service on 
the expansion of the Three Rivers Filtration Plant. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 


I 


SECTION 1. A certain Agreement approved December 7, 1970, 


between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and McNAMEE, PORTER AND SEELEY, Engineers, 


for engineering services in connection with the expansion of the 
Three Rivers Filtration Plant, all as more particularly set 
forth in said Agreement, which is on file in the office of the 
Board of Public Works, and is by reference incorporated herein 
and made a part hereof, is hereby in all things ratified, con- 


firmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



APPF 

AND 



Read the first time in full and on motion by 


Vlu 


seconded by 


and duly adopted, read the second time by title and referred 


to the (Committee on) 


f.. 


tfretn tnission f e rr 're' c o mn i endat i on - ) — (^nd^Etfblrfr^Bea-rdir rg— to — be— he-ld — af-t e - i 1 due notice , 

ab^the^^ogn5XIl^hamb^rs7 - Crirty^HalT7~F‘5?l^i'feyne7 — Indi ana , on — 

the day -of- ----- - - -196 - , at ___-_-o- L e-loc-k- 


-E.S .T.- ' 

Date: / f - 7 a 


Read the third time in full and on motion by 



City Clerk 


seconded by 


Passed (ii©S¥) by the following vote: 


in 


and duly adopted, placed on its passage. 


“7 , 


AYES 

Adams 
Dunifon 
Fay 
Geake 
Nuckols 

Robinson 

Rousseau 

Steigerwald 
Tipton 


NAYS 


ABSTAINED 


ABSENT 


to -wit: 


~F 


Date 


/ ->■- -y 


Id 





City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(Special) (Appropriation) Ordinance (Res olu tion) No . -S’’ C?/ 70 

v%\ ss#ltS8' 



. t y ; ■ , .. 




" A , . . U : . 


;<&|fcp the Mayor of the City of Fort Wayne, Indiana, on the 3 & 

19 § at the hour of 7 .» o o'clock .M. ,E JS.T. 




Approved and signed by me this C ? day of 

at the hour of c.-?^ 3‘ i o'clock -7 .M. ,E.S .T. 



/ 


City Clerk 


i9 » vy . 




3^ 



Mayor 


♦ 


t 


Bill No, S-70-12-08 

REPORT OF THE COMMITTER ON PUBLIC WORKS 

We s your Committee on Public Works to whom was referred an Ordinance 

approving an Agreement with McNAMEE , PORTER AND SEELEY, for engineering service on 

the expansion of the Three Rivers Filtration Plant, 



have had said Ordinance under consideration and beg leave to report back to the Common 



